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"UNIVERSAL" 


SHOCK PROOF X-RAY EQUIPMENT 
SHORT WAVE DIATHERMY EQUIPMENT 
ULTRA SHORT WAVE DIATHERMY EQUIPMENT 
ELECTRO-SURGICAL EQUIPMENT 
GALVANIC CURRENT EQUIPMENT 
MASSAGE WAVE CURRENT EQUIPMENT 
COLONIC THERAPY EQUIPMENT 


1907 


BODY-GRID COLD MERCURY QUARTZ LAMPS 
ORIFICIAL COLD MERCURY QUARTZ LAMPS 
LUMINOUS-INFRARED RAY LAMPS 
CARBON ARC LAMPS 
WATER COOLED LAMPS 
HOSPITAL AND Y.M.C.A. SOLARIUMS 
PHYSICAL THERAPY ACCESSORIES, ETC. 

THERE IS NO SUBSTITUTE FOR EXPERIENCE 
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THE PROGRESSIVE PHYSICIAN 
WHO WANTS TO KNOW 
WHY 

AS WELL AS 
HOW 

THIS BOOKLET 
IS RESPECTFULLY DEDICATED 





















Histories of all races and eras prove the antiquity of 
using Sunlight for promoting health - Hypocrates - the 
very Father of Medicine - used Light Therapy - as re¬ 
ference to his teachings will prove - But history records 
FINSEN as the first to show - "That rays of different • 
wave iengths have different physiological effects, hence, 
DIFFERENT AND SPECIFIC CLINICAL INDICATIONS"* 
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Complete] 

portable] 


Weight as shown above 37 lbs. 

• A COMPACT UNIT OF HI6H EFFICIENCY 1 

THE RESULT OF THE MOST MODERN SCIENTIFIC ENGINEERING. j 

age 10 Milliamperes with Automatic _ 


npie Voltage 10 Milliamperes with Automatic 
ympensating Regulation. 

ijustable for Height 

tUnder Rotates for Positions 

mtering Indicators 

ibe, Transformer and all Parts enclosed in 
ock'Proof Cylinder 

rmplete with Connecting Cable, Foot Switch 
ih Cable and Carrying Case, as shown on 
mt page 

in be used /or a most convenient bedside No 
avy contraptions to move around 

and Timor can be used on machine uUhout 
ll Contactor 

J-**"*— 

You Won’t Find Its 

Fm.al at the Price! 


id 


WRITE FOR^ 
& PARTICC* * 

Covered brV ^ 

v aivtM*\ royemm __ 

C7t5 L»«kr A ”~ 


YOU ^ST- pTc^flr-S roMr«^_ 




















"UNIVERSAL" 

ALL PURPOSE THERAPEUTIC LAMP. 

A Combination Lamp embodying:— 
Body grid mercury quartz cold 
ultra violet ray lamp. 

Orlficial mercury quart* cold 
ultra violet ray lamp. 

Selective Ray high intensity 
water cooled carbon arc lamp. 

Air cooled carbon arc lamp, 
quiet in operation, and com¬ 
paratively smokeless. 

1150 watt, non-metallic, black 
body, synergistic Luminous- 
Infrared Ray Lamp. 

Though mounted on a single stand 
that occupies even less space 
than most of the lamps it re¬ 
places, "UNIVERSAL" ALL PURPOSE 
Lamp 1 s independent wiring cir¬ 
cuits enable use of any type 
of rays as entirely independent 
of all other rays as if they 
were generated by seperate and 
distinct lamps - you merely trip 
plainly marked switches to secure 
whichever kind or combination of 
rays your patient 1 s symptoots 
indicate. 

"UNIVERSAL" Lamps are fitted 
with automatic treatment alarm 
as well a a an automatic switch 
controlling exposure time. 

Cat. No. 173CQ. 

















































































Red Rays rir ® t degroe erythema from Constructive Biological Ultra Vio¬ 
let Rays. See abcoasoa and crrbuncloa. 



q,VNGRFNEs— 

Gonoral ^ic Treatment twice daily and Constructive Biological Ultra Vio- 
lot Radiation applied to involv . , lank 


This gangrenous condition wok 
successfully treated by - 
Dr. U. G. Lalley at Provident 
Hospital, Chicago, Illinois. 


warns against tho destructive effects of orythoma doses in tho treatment 
of gangrene. APPLY A GOOD ASEPTIC klOIST DRESSING and Lund nous-inf ra Red 
Rays continoucly until healthy granulations have formed. 


GASTRITIS - GASTRIC ULCER:- 

Daily local Constructive Biological Ultra Violet Radiation and General Tonic 
Treatment. Also 10 minutes of Luminous—Infra Rod Roys applied over abdomi¬ 
nal area. Results are slow, but usually satisfactory. 

GENERAL TONIC TREATMENT 

When applying Ultra Violet Rays for General Tonic Treatment, a mild first 
degree erythema is the usual index of ample radiation to insure results. 
Short treatments from Germicidal and Destructive Cellulicidal Ultra Violet 
Rays arc very beneficial, but without question radiation from Long Construc¬ 
tive Biological Ultra Violet Rays will produce General Tonic effects that 
are far superior to any that can bo obtained from Short Ultra Violet Rays, 
For tho average person, the recommendod distance from the arc during expo¬ 
sure is 20 inches. Tolerance to Light and Heat Rays varies with different 
individuals, tho closer to the arc, tho more effective and beneficial,while 
exposures at great distances are of less benefit. Exposures should always 
bo taken in front of tho lamp - NEVER UNDER THE LAMP - See Page 20. Be 
sure that area being exposed is in line and at right angles to the light. 
Subtract 1 minute from the number of minutes required to produce a first 
degree erythema, tho remaining number of minutes should be given at each 
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Ultra Violet Hays to both tides of the 
the rsimidence of irritation and relieve 

1 s-fir^wuES 

srs 8 * ** cf ad ^ a ° eEt ««», 

!?? “**** C rcscltaafc + -oxe=ia is 
P^swt, daily ox tfariew 
G f aer ^ L Treatment 

^ _ should airays be given. 

^ <^ TUBERCULOSIS:- 

hiS”** assimilation nutrition, 

^ CWr add to the TX>- 

e^ent* g genera roll being 13 cf 
Prt^ry importance in all type. cf 
tuoerculosis. Convincing clini¬ 
cal history 2 bora that Ccnstruc- 
tive Biological mra 7iclet Bays 
at least help to do all of these 
tunings, and to resist the spread 
C; tubercular bacilli through ad- 
tlng to the blood' s mineral neta— 
belisn, Vitamin «D« content, Etc., 
ooctericidGl -and antitoxic proper¬ 
ties. 

Local radiation is indicated in 
glandular, bene, joint, peritoneal, 
or laryngeal sar.i fe stations -as 
well as the General Tonic Treat— 

_ _ . — w nent outlined below. Linr^ e 0 f 

gtrrj?. AE imiCOOBS OFFER 3 CCHVZSESI abcesses and other wrgical Ukt- 
522 CH3FKGS_- H'iAL FOE aOCAUZEE 0E neat should not be emitted. Ferer 

flgrr rtIll BADXATXOE. is usually stopped after a ?e» 

wce&e treataant, and recurrence 

only takes place in about 5C# of the cases kept under active treatment. 

; Intestinal tuberculosis responds very readily* Improved apatite, decreased 
night sweats, and greater ability to sleep, are usually noticeable. Tuber¬ 
cular arena ceing a factor. Ultra violet Pays are of special value through 
increase cf hemoglobin and lycph, there is a noticeable increase in icuiza— 
hie calciun, (diethency is frequently valuable in encouraging pancreatic. 





spleen!c and liver activity, so are Lunincus-Infra Led Hays, sinusoidal or 
rassage currents, properly applied). 

Constrictive Biological Ultra Violet Radiation, AVCHT5G EBZZHHIA, are pro¬ 
foundly sedativ- and healing in tubercular peritonitis, even at tines cver- 
ccsing indications for surgical intervention. 

In intestinal tuberculosis, intravenous injection cf calcius chloride and 
the use of pleuri-glandular conpcusd containing parathyroid are used in con¬ 
nection with local and systenic Constructive Biological Ultra Violet irra¬ 
diation. 
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AS SUNSHINE INCREASES 
TH E DEATH RATE DECREASES 


TURK MONTHS SUNSHINE MONTHS 


DARK MONTHS 
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MORTALITY CURVE 
-SUNSHINE CURVE 

There are other good * General Tonics 1 , but as the 'Jetropolitan Life Insurance 
Company's Medical Department and thousands of physicians have pointed out:- 
"SUNLIGHT IS THE FINEST TONIC AND HEALTH BUILDER IN THE WORLD". 


Reasons why Sunlight, or its artificial equivalents, are without equal as a 
general tonic and health builder are partially set forth in this brochure; 
that these facts deserve the most sincere consideration of every physician is 
brought out by above graphic illustration of statistics furnished by the Unitec 
States Deoartment of Commerce. As the graph illustrates, these statisti cs 
show that at the height of the Sunshine Season PRACTICALLY ONE THOUSAND rEWER 
PERSONS DIE DAILY. 


Any influence that can save the lives of practically one thousand people each 
day should be used regularly by EVERY physician. 



























“UNIVERSAL" 

LAMPS 


NOT IN THE 
EXPERIMENTAL 
STAGE 

SINCE - 1907 

x 

Y EARS of concentra¬ 
ted study of just one 
thing, and a real under¬ 
standing of the purpose 
«»f its being, are necessary 
before that thing can ever 
be truly fine— 
“UNIVERSAL” LAMPS 
have had such develop¬ 
ment. 

Over twenty year's expe¬ 
rience gained in designing 
and manufacturing Ultra 
Violet. Sunshine & Infra- 
Red Lamps for Physici¬ 
ans, Hospitals and sani¬ 
tariums is built into every 
“UNIVERSAL” LAMP. 


X 

There Is no substitute 
lor Experience 

PAUL E. JOHNSON, MFRS., 

6745 Lanrlty Ava.. Chicafo, III. 


ONE 


ALL THERAPIES! 

Writ* today for literature 




























